SPECIFICATION 

CHROME-VANADIUM 12 POINT RING SPANNERS 
WELL BALANCED WITH SMOOTH COMFORTABLE GRIP 

Cadmium Placed Finish. 


Whitworth 

Sizes 

4 * A H S 
■& * l :V x k 
A a I 

American 

Sizes 


i H A a > * 4 
A x I I * ii 
5 if 



Complete with IS Gauge Stove Enamelled Steel Tool Box 
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NUBO Til66, 

COMBINED SET OF WHITWORTH AND AMERICAN 
12 POINT CHROME-VANADIUM RING SPANNERS. 


T h i s attract ive m odcrn 
American Style Miniature 
Tool Box is made from 
Ext ra Strong 18 Gauge 
Steel, with finger grip 
Lifting Handle, Spring 
Catch fastening, Pressed 
feet on the bottom, Stove 
enamelled Red or Blue, It 
is made to withstand bard 
wear, and provides an ideal 
Case in which to keep the 
Set of Ring Spanners. 
Prevents Voss and ensures 
the Spanners being on hand 
immediately they are 
required. There is room 
in the box for additional 
Spanners if required. 


£ 5 . 0 * 0 + SET COMPLETE. 


5iz.e 14 x s x 4 inches. 
Weight 8 lbs. 
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